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Central Intdlgpnce Agcn9’ j 

1 


4230 


Washington. D C 20505 


15 September 1986 



Col. John Granville 
Chief, Fairfax County Police 
10600 Page Avenue 
Fairfax, Virginia 22020 

Dear Chief Granville: 

I am writing to express my appreciation for the response 
provided on September 12, 1986 by officers of the McLean 
substation to a report of gun shots in the vicinity of my 
residence in McLean, Virginia. Although the ensuing investigation 
failed to produce evidence of any gun fire, their efforts were 
commendable. 

I have been advised by my security personnel that the officers 
were on the scene in minutes. They conducted a quiet, discreet 
investigation and acted in a professional manner in every 
respect. They were also thorough, to the point of conducting a 
helicopter search of the vicinity. All of this, I understand, was 
done with the utmost respect for maintaining an unobtrusive low 
profile in the neighborhood. 

In addition to the excellent reaction during this incident, I 
want also to bring to your attention the fine support provided on 
a routine basis by Captain George Kranda. He has demonstrated a 
good understanding of our needs as he has satisfied many of our 
concerns about the safety of Agency personnel and facilities 
within his jurisdiction. 

I am most appreciative of the efforts of your officers. I am 
reassured knowing that in time of need they will be there to 
provide for the safety and well being of myself and my family as 
well as Agency facilities and personnel. 


Sincerely , 
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Tairfax Couniy Police 

10600 Po^e Avenue, Fairfax, 


Departmeni 

Virginia 22030 



Col. John E. Granfield 
Chief of Police 


October 7. 1986 


Mr. William J. Casey 
Director of Central Intelligence 
Central Intelligence Agency 
Washington. D. C. 20505 


Dear Mr. Casey: 

Thank you for your thoughtful letter commending Captain George 
E Kranda. Sergeant James L. Dooley and Police Officer John D. 
Evans of our McLean District Station, as well as representa- 
tives of our Helicopter Unit who assisted you. Master Police 
Officer Michael F. Mahoney. Pilot Marcus H. Sturdivant and 
Flight Nurse Amy Paratore. It is always a pleasure for me to 
receive letters commending members of our Department for the 
services we provide. 


Fairfax County is the home of many prominent people, such as 
yourself, and we take the responsibility of your security very 
seriously. Our goal is to ensure safety without sacrificing 
privacy. 

I am especially pleased with your comments regarding Captain 
George Kranda of the McLean District Station. Our commanders 
are selected with the philosophy of sensitivity and responsive- 
ness to the community in mind. These attributes have served 
Captain Kranda well, and I know that he has done his best to 
accommodate the special needs of your agency. 


A copy of our correspondence will be forwarded to the involved 
personnel through Major Edward A. Stevens. Patrol Bureau 
Commander. Separate copies will be placed in their respective 
service records. I know they will be most appreciative. 

Again, thank you for your kind remarks. We will continue to 
work cooperatively on issues and problems of mutual concern. 



Sincerely yours 

uohn E. Gr 
Chief of Police 

JEG/pw 

(0518P) 

cc: Affected Personnel 


Accredited b,’ the Commission on Accreditation for Law Enforcement Agertcies, Inc. ~- 
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15 September 1986 


Col. John Granville 
Chief, Fairfax County Police 
10600 Page Avenue 
Fairfax, Virginia 22020 

Dear Chief Granville: 

I am writing to express my appreciation for the response 
provided on September 12, 1986 by officers of the McLean 
substation to a report of gun shots in the vicinity of my 
residence in McLean, Virginia. Although the ensuing investigation 
failed to produce evidence of any gun fire, their efforts were 
commendable. 

I have been advised by my security personnel that the officers 
were on the scene in minutes. They conducted a quiet, discreet 
investigation and acted in a professional manner in every 
respect. They were also thorough, to the point of conducting a 
helicopter search of the vicinity. All of this, I understand, was 
done with the utmost respect for maintaining an unobtrusive low 
profile in the neighborhood. 

In addition to the excellent reaction during this incident, I 
want also to bring to your attention the fine support provided on 
a routine basis by Captain George Kranda. He has demonstrated a 
good understanding of our needs as he has satisfied many of our 
concerns about the safety of Agency personnel and facilities 
within his jurisdiction. 

I am most appreciative of the efforts of your officers. I am 
reassured knowing that in time of need they will be there to 
provide for the safety and well being of myself and my family as 
well as Agency facilities and personnel. 
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